TABLE 3—Continued
to
Activity/source	Statutory authority	Regulatory program	Approach to protection	Notes
	Solid Waste Act (30-20-101 et seq.)	Solid Waste Reg's (6 CCR 1007-2)	Design criteria, performance standards	Certificate of Designation not required. Compliance with reg's required.
7.0    Uranium, vana-
dium, and other radioactive materials mining and milling facilities
7.1     Custom mill not
associated with a mine
7.2    Mill associated with
a mine
8.0    Gold and other
mining ore processing facilities
(nonradioactive)-
Radiation Control Act (25-11-101 et seq.)
Radiation Control Act (25-11-101 et seq.)
MLR Act (34-32-101 et seq.)
MLR Act (34-32-101 etseq.)
Radiation Control Regulations (6 CCR 1007-1)
Radiation Control Regulations (6 CCR 1007-1)
MLRB Reg's (2 CCR 407-1)
MLRB Reg's (2 CCR 407-1)
Design criteria, effluent limitations, nondeg-radation of quality
Design criteria, effluent limitations, nondeg-radation of quality
Design criteria
Design criteria
Mill aspects only. Requires equivalency with 25-8-506.
Mill aspects only. Requires equivalency under 25-8-506.
For mine aspects of operation.